DOCKETED ITEMS       93

-9107050016 Amend 12 to "Post-Defueling Monitored Storage SAR."

*  General Public Utilities Corp. - GPU Service Corp. 91/06/30. 121pp. 58320:157-
58320:278.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107100243 Forwards "TMI-2 Post-Defueling Survey Rept for RCS." Rept documents
util assessment of amount of residual SNM in various facilities,sys & components of
plant.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91 /07/03. Document
Control Branch (Document Control Desk). 2pp. 58397:248-58397:291.

-9107100248 "TMI-2 Post-Defueling Survey Rept for RCS."

DEININGER.F.W., FREEMAN.R.H., DISTENFELD.C.H. General Public Utilities Corp. -
GPU Service Corp. 91/06/28. 42pp. 58397:250-58397:291.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9107230148 Confirms 910611 telcon request for extension of response due date for vio-
lations noted in Insp Rept 50-320/91-OS.Response will be submitted on or before
910630.

ROGAN.R.E.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   91/06/18.
MARTIN.T.T. Region 1 (Post 820201). 1p. 58540:265-58540:265.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107150077 Forwards insp repts 50-289/91-13 & 50-320/91-07 & notice of violation.
JOYNER.J.H. Region 1 (Post 820201). 91/07/03. BROUGHTON.G.T. General Public
Utilities Corp. - GPU Service Corp. 3pp. 58403:341-58403:350.

-9107150087 Notice of violation from insp on 910624-28.Violation noted: licensee re-
placed primary & secondary lid gaskets on GPU owned,NRC approved 14/19OM ship-
ping cask & used gaskets w/ shelf life expiration date of 900422.

* Region 1 (Post 820201). 91/07/03.1p. 58403:344-58403:344.

-9107150092 Insp repts 50-289/91-13 & 50-320/91-07 on 910624-28. Violations
noted.Major areas inspected:radwaste & transportation programs including,mgt
organization,QA, training & implementation of programs.

FURIA.J.,   SHERBINI.S.,   RASCIAK.W.   Region   1   (Post  820201).   91/07/01.   6pp.
58403:345-58403:350.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107240184 Forwards Safety Insp Repts 50-289/91-15 & 50-320/91-11 on 910617-
21 .No violations noted.Unresolved items noted re radiation monitoring sys calibr pro-

3oYNER,J.H. Region 1 (Post 820201). 91/07/16. BROUGHTON.GJ. General Public
Utilities Corp. - GPU Service Corp. 3pp. 58551:143-58551:156.

-9107240185 Insp Repts 50-289/91-15 & 50-320/91-11 on 910617-21 .No violations
noted.Major   areas    inspected:radioactive    liquid    &    gaseous    effluent    control
program.meteorologjcal monitoring program & implementation of ODCM.
JANG.J.C.,  BORES.RJ.   Region   1   (Post  820201).   91/07/03.   11pp.   58551:146-
58551:156.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18,
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107250225 Responds to NRC Itr re violations noted in insp rept 50-320/91-05.Correc-
tive actions:processed water disposal sys operating procedure underwent major
rev.primarily to facilitate operator use & delineate accountabilities.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/07/18. Document
Control Branch (Document Control Desk), 8pp. 58575:209-58575:216.

9107290248 Advises that util will not implement action plan requested by NRC Bulletin
89-001,Suppl 2 re failure of Westinghouse steam generator tube mechanical plugs.
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/07/24. Document
Control Branch (Document Control Desk). 2pp. 58591:256-58591:257.

R. Periodic operating reports & related correspondence

9107080075 Forwards Rev 9 to Sys Description 3526-004, "Auxiliary Bldg Emergency
Liquid Cleanup Sys (EPICOR II)," annual update.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/06/27. Document
Control Branch (Document Control Desk). 1p. 58349:147-58349:233.

-9107080076 Rev 9 to Sys Description 3526-004, "Auxiliary Bldq Emerqencv Liquid
Cleanup Sys (EPICOR II)." annual update.

* General Public Utilities Corp. - GPU Service Corp. 91/06/19. 86pp. 58349:148-
58349:233.

S. Reportabie occurrences, LERs & related correspondence

9107290270 LER 91-005-00:on 910626,processed water disposal sys sample valve mis-
alignment occurred.Caused by personnel error. Operating procedure revised to require
independent verification & sign-off by second operator.W/910724 Itr.
SCHRULL.E.D., LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/07/
24. 5pp. 58650:110-58650:114.
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F. Security, medical, emergency & fire protection plans

9107110130 Forwards plant emergency action levels not consistent w/ provisions of
NUREG-0654,App 1.

COLLINS.D.M. Region 2 (Post 820201). 91/06/12. HAIRSTON.W.G. Georgia Power
Co. 5pp. 58410:102-58410:106.

9107030300 Rev 2 to Emergency Implementing Procedures 73EP-EIP-013-OS, "Con-
taminated Injury & First Aid7' W/910628 Itr.
BECKHAM.J.T. Georgia Power Co. 91/06/28. 11pp. 58326:236-58326:246.

9107310057 Forwards SALP repts 50-321/91-07 & 50-366/91-07 for 891001-
910302.Cpmments re control & monitoring of operability of equipment during surveil-
lances & interpretations of regulatory requirements correct,

EBNETER.S.D. Region 2 (Post 820201). 91/07/12. HAIRSTON.W.G. Georgia Power
Co. 106pp. 58588:021-58588:106.

-9107310231 SALP repts 50-321/91-07 & 50-366/91-07 for 891001-910302. Overall
performance acceptable.

*  Region 2 (Post 820201). 91/07/12. 88pp. 58588:039-58588:106.

P. Operating license stage documents & correspondence

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G, Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107180026 Notification of 910723 meeting w/util In Rockville.MD to discuss concept of
electrical actuation of safety relief valves at facility.

JABBOUR.K.N, Project Directorate II-3. 91/07/03. MATTHEWS.D.B. Project Director-
ate H-3. 4pp. 58456:209-58456:212.

9107160281 Forwards page change instructions & revised Tech Spec Page 6-1 .resulting
from request for add! info re corporate & onsite organization,per 901010 application
for amends to Licenses DPR-57 & NPF-5,Change 4.

BECKHAM,J,T. Georgia Power Go. 91/07/08. Document Control Branch (Document
Control Desk). 3pp. 58470:246-58470:252.

-9107160283 Proposed Tech Spec 6.0 re administrative controls.

*  Georgia Power Co. 91/07/08, 4pp. 58470:249-58470:252,

9107170212 Application for amends to Licenses DPR-57 & NPF-5,revising Unit 1 TS
Section 4.6.L & Unit 2 TS Section 4,7.4 re snubber surveillance to reflect present
guidance proposed in End B of Generic Ltr 90-09 re snubber visual insp.
BECKHAM.J.T. Georgia Power Co, 91/07/11. Document Control Branch (Document
Control Desk), 4pp. 58484:100-58484:137.

-9107170216 Proposed Tech Specs Section 4.6.L for Unit 1 & Section 4.7.4 for Unit 2
re snubber surveillance.reflecthg present guidance proposed in Encl B of Generic Ltr
90-09, "Alternate Requirements for Snubber Visual Insp Intervals.,.."

*  Georgia Power Co. 91 /07/11. 34pp. 58484:104-58484:137.

9107220235 Application for amends to licenses DPR-57 & NPF-5,Amends propose rev
to Tech Specs re reactor vessel temp & pressure limits,

BECKHAM.J.T. Georgia Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 9pp. 58516:255-58517:034,

-9107220244 Proposed tech specs 3/4.4.6.1.1-.3 revising reactor vessel temp & pres-
sure limits.

*  Georgia Power Co, 91/07/15. 29pp, 58516:264,58517:034.- GPU Service Corp. 91/06/21. Document
